THE  CHURCH  OF  THE  SAVIOUR,  PHILADELPHIA 

38th  St.  above  Chestnut  at  Ludlow. 
Chancel  view  and  semi-done  mural  painted  by  the 
nationally  famous  Edwin  H.  Blashfield,  the  painter 
of  the  Great  Central  Dome  in  the  Library  of  Congress 
in  Washington.  This  church  also  has  37  exceptionally 
colorful  stained  glass  windows,  including  an  espe- 
cially beautiful  Rose  Window,  the  work  of  the  Hard- 
man  Studios,  Birmingham,  England.  Visitors  welcome. 
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